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Test Your Level Before Removing from this Store 4 


THE PEERLESS LEVEL A TOOL COMPANY, STERLING, ILL. 


ABOVE IS SHOWCARD, PRINTED IN COLORS, DISTRIBUTED TO DEALERS 


Endorsed by the Best Mechanics 


The Peerless Level & Tool Co. 
Sterling, Illinois 


WIEBUSCH & HILGER, Ltd. 
EXCLUSIVE SALES REPRESENTATIVES 
106 to 110 Lafayette Street 

NEW YORK CITY 
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